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^nftwr Hl-H^I, WTST sfhc 4114^1 Pi 4> RdUM W^RT 

(nSM’hI'KII -H 1*1^1 Rtoi) 

(^KcO'M -HI'l =r» ®^<1) 

srf^r^rr 

22 3RTO, 2017 

^T.STT. 2792(3T).—to^TN aaro 1987 % f%ro 7 % 49^44 (1) % ws (w) % sr^iKui t 

to^Tn tot 4?s^rr tt^ttt arfsnjf^ 44 rt | f% wrofk om+K % 5^-41 t fcq;|%aaTf^rfr 

4%fi 


3 T W^~ 



^4lRd 4 k<H-4 TO (47T) TO4T 4^ 

sfrr^M^ 

TOTf^rfrtf^r 

TOTfor TOTO(4Tf) 4ff f% Tf 5 ^ 
f, 3PTT f, TO4T 4^ sflT $fH4? 

fm 

(i) 

(2) 

(3) 

(4) 

(5) 

1 . 

3TrtTT^r326 (TOT 9/3T5TOT1) : 
2017/3TTfT3/Fr# 1241 : 1996 91^4 
3ftr*pta amifi % 4 ^#ft 3ftr 

21 3TTOT 

2017 

3TTf tt^- 326 (TOT 9) : 1980 
TOff%4T 3ffT Tftf^r ^ta a mill 
% 4tj%- ^ sjk aflroa 

U r 1 fr) 4J 1 r j-l Nl I V IJ J-J J ^777T 

21 3TTOT 

2017 

TdTO4^ 9«£Rl4i TOT 9 T3TO: 

44 f^afro 3T^TOT 1 
TT^fefNrro % a^r sftr tot % aro; 

TJTOT 44 f^afro TT4T # 3ftr f4T 

44 4"4 i+H (TftaTT ’jaflTOa) 

Hg&IvIrI *1 Ml l/\ L^rC\ 

f^afro o,RiQ.4l4<'Ji sftr# 
toettot % arc (fTOT ^Tflsro) 


5306 GI/2017 
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Elf TJE 326 (WT 9/ 3TJETE 2) 
2017/3nf tte# 3794 : 1976 EE 
s#g#r 4 mi) % e^ #r 3# 
E#EE # E##Tt ETE 9 PTEE 3# 
3TE#fE ET f#lRE 3EJETE 2 
U > RlRof)E<'J| % ETE TTT5T % 
f#)'k u l E ifit 3E##E ET 3nEEE 
(#ET ^TftSTT) 

3TTf tte 326 (ETE 11/ 3EJETE1) : 
2017/3rrtEE# 1271 : 1983 yif^ + 
sffc e##! Tptsr ete# % eijR #r #r 
E#EE # E##Tt wr 11 EmTPH 
ETET ET f#riTE 3TEETE 1 T# 


t je#ew) 

3TTf TTTT326 (ETE 11/ 3EJETE2) : 
2017/ 3TT^ ttet 3TT1279 : 1996 
Tffrr 3# e|#e tiee ete# % eijR 

#1 3# E#STE # E##Tt WT 11 
EMIR# EDIT ET Rr#TE 3EJETE 2 
#£##£1#* f##rf 


21 3EFRT 


21 3EFET 


3# RE 326 (ETE 9) : 1980 


% <TJJn sf|T Ht] W 1 ! W 
E#%# ETE IX RTET 
RIeRe i/RifMl'H'Ji sfk# 
% ete (^rnr re#ste) 


3irfTTTT326 (ETE 11) : 1986 
ETJ#E 3# E##T REE H IHifi 
% E#EE # E##Tt ETE 11 

4mTRh Em etRteIte s# 
+I#PM EfPl+l # Em (^ETT 
REflETE) 


ErfTTE326 (ETE 11) : 1986 
ETf#E 3# E##T REE ETE# 
% E#STW # E#%# ETE 11 
ETT#f#T Em ET RTeRe 3 # 
ET#f#T #R)+) # Em (fBTT 
RERSrPE) 



21 3TE7E 


21 3TE7E 





SET (#ETT RE#STW) 
3TTfTTTT326 (ETE 23) : 2017/ ETf#E 
3# E##! REE ETE# % ERR #r 3# 
E#STW#E##lt ETE 23 EftSTW % 
ETjktEKEETT 

STlfTTE 326 (ETE 24) : 2017/ Erf tie 
# 7660:1983 ERF## 3# E^f# 
REE ETE# % ER# #T 3# E#STE # 
1#%# ETE 24 rREE R - ETRE EE# 
E# TRETET# #ff % TRET ETE ET 
#E#E 

3T# trt 326 (ETE 25) : 2017/ Erf PE 
# 14714 : 1998 ETR#E #T E##T 
REE ETE# % ER^T #T 3# E#STE # 
ES#Et ETE 25 steRTE ##E ETE# 
ET#E#E 

snfTTE 1448 (ETE 31) : 2017 


21 3TEET 


21 3TETE 


21 3TEET 


ET^Eff 


ET^Eff 


ET^Eff 


EHJEff 


EHJEff 


EEJE^f 


21 3TETE snfTTE 1448 (ETE 31) : 1968 
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33f47T 3554 : 2017 f^p" 33443# 21 3TO 

#4f#4 4Tf#3Tf#4 9i*4id#l (4prT 2017 

pftsrp 

33f 37T8593 (4T4 2) : 2017 1 *3f4Tp 21 3T334 

TT^fhT€t # 44T 4T«J VsfH #f4 2017 

3T3#4Tp WT 2 #4 #p (414TT 

pftsw) 

33f 4*4 9873 (4T4 3) : 2017/33f44- 21 3T374 

% 8124-3 : 2010 RmIhI #pSTT 2017 

W 3 44# 43 *4Hid<<J| (pTT 

pf#43) 

33f 444/33^ 47T # 10532 : 1995 i|4T- 21 ^FFRT 

j-Nmh 44#4#-4#T4-ni iTii 2017 

RfldM - Rt>MKd 3T#S4T# 

33fpr 11726 : 2017/33t43T# 21 3T3F4 

2954 : 2012 pff 44 y c dl3l41 2017 

TT^fhT^r 43 diR4#d #44 - #44 #t44T 



IS 3554:1966 ^#4dlMld3 # 21 44^ 

#4f#4 4®#f #t ?P4T4#t 2017 


33# 4*4 8593 (WT 2) : 1988 21 ST^RT 

2017 4# 4?#4# # 44T 2017 

^TPJ%^#5r#5pT ^ 3Tp#TT# 

'4FT2#3T^T 

33# 4*4 9873 (WT 3) : 21 ST^RT 

1999/33#tt4 # 8124-3 : 1997 2017 

PsMld"! #t pSTT #3 3#TSTT# WT 

3 pi 44# 43 44 Id id Hi (4pTT 

pftsrp 


33# 4 tt 11726 : 1985/33# 4 tt 21 3r3F4 
#2954 : 1975 pff 4# 2017 

y c-M HI l41 TT^fRT #t #44 #44T 



3349441414 (4prT p#srw) 

3TT^ tjtt 13360 (4T4 6/144 3) : 21 3T3*F4 

2016/3TT# tjtt 3TT 75-1 : 2013 H||R<±4> 2017 

-4#sr3 M^Rdi 433 6 4T T #4 1 Tprsnf 
3334T4 3 4TT %4p f##4 43 dlddld 
4T4 444T - 4I4H4 4#S43 4gf# 

OfpT pftepir) 

33# 43T13363 : 2017 444*3 4T44- 21 3T3*F4 


33# 47T 13360 (4T4 6/#4 3) : 
2013/33#ii4# 75-1 : 2004 


dl#l4 pTST# srpTFT 3 4TT # 
4p f##443 dlMdld 5TT4 4441 
- 4T4F3 4*#S43 4^f# (4f*3T 
pftSTp 


33# 4413363 : 1992 4444 



33# pr 13665 : 2017/ 6421 : 2012 

fT4###4#- 4*3T?F# # 3T44T44 % 
334*44 # f#TT f#f# (4pTT ^#343) 

33# 43T 13961 (433 2) : 201 7/33# # 

#t 60832-2 : 2010 14# f#SF44 % f#nr 



213T3W 3^i pi 3665 : 1993 

2017 44T94# # 3T44T44 # 4T4# #t 

pR# 

21 3T333 33# 114 13961:1994 if# 

2017 f#PT4 % f#4 f#44 #44 i4T#f 


21 3FR4 


21 3FR4 




21 3T374 


21 3FR4 
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STTfETT14817 (WET 2) : 2017/3TTtPTT 
# 10816-2 : 2009 #f%#W #ET- 
3EJ# WT WEFT sTTTT W#W #FT 
WET 2 1500 W/frT, 1800 
E/fw, 3000 W/# Wfc 3600 W#T # 
WTWFW wftWEET W# % WTW 50 
iHiMid 4" srfsFr ^ - wrmftw wtw 

_ d#$H g# w#d< _ 

wrfTTTT 15369 : 2017 WEEW(#W 
T>5T) # WTWWT - ft# T## (WTETT 
’JwftSTW) 

wrfTTTT 16305 : 2017 WTff#T- 


_ WTftw## 9i h 41 _ 

srrtPTT 16323 : 2017/3rr| PET 3Tt 
25862 : 2009 f#T t# wf# ##f#f?t 
- 4ffw ###F TfPTTfWW, T# Tr#3W 
WEWftWTSW 


WTiPTr 16380 : 2017 wtPi# wfw# 
7T WT^T 7## WT ### WET T#t # 

wftsrwRfsr 

wrfTTTT 16483 : 2017 ■gjftw- 

####4# wtR^ fr ttt#t w#w % 


WTfTTTT 16493 : 2017 'JJffRw- 
3ef#et 3fk w#set ^ ftrffw# % 
f##Tw wwt wfrtfrw wet t#T % f#r 
w#sET#f#sr 

WTfTTW 16583 : 2017 #F#Z TT #T , 
#WT miBEil (WTT#W ywiR) - 

__ 

3irf E7T 16621 : 2017 WRTWEEft, 

sftwfsT# #7 #FET % 7ET# TT 31# 
WT# 1141^1^4# E=T 


21 3EE7T 
2017 




_ M 

WTfTTTT 16648 (WET 1): 2017 : 
#7 WT#W - WET 1 4 tet 


21 3ETET 
2017 

21 3ETET 
2017 

21 3EE7T 
2017 


STTfETT 10816-2 : 2001 
4iR4R #ET - 3EJ# f|EFff W7 
WEFT £T7T W#W #ET TT 
i-T.H WET 2 1500 W#T, 1800 
W/f# 3000 W#T 3# 3600 W/frT 
# WTWFW wftWEFT W# % WTW 
50 RiMidfrsrfsFP'gfrr- 
BTTgTTffW WTW d#^H 3# vHHfdd 
3wf UTT 15369 : 2003 WEEW 
(#W WET) # W7WWT - ft# 
_ W%TT _ 

ET^wff 


3TTf WTT 4045 : 2006/srrt F7T # 
449 : 1997 OfWTT gw#SET), 3rrt 
ttw 9966 : 2006/srrt tte # 
613 : 2000 (WfET T fT#SET), srrf 
F7T 8638 : 2006/srrt FTT # 
2269 : 1992 (^WTT^W#STW) 


21 3EEW 
2017 


21 3ETET 
2017 

EEJwff 




21 3EEW 
2017 


21 3EEW 

2017 

EEJWft 

TTEJW^f 

21 3EE7T 

2017 

^w^t 

^TEj;w^f 

21 3EEW 

2017 

EEJW^t 

TTEJW^f 

21 3EEW 

2017 

^;wft 

^TEj;w^f 

21 3EEW 

2017 

srrtW7M0141 : 2001 (W^WT 
^W#SET), srrtTEFT 10909 : 2001 
(WIFE 3W#SET) 

21 3EEW 

2017 

21 3EEW 

2017 

H1H H #1 
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28. 

3irt TTTTMTf T3/R- # ; 21940-14 : 2012 

mw 14 

21 mrnr 

2017 

stt^ Tjwr # 1940 -2 : 

1997 tester tew - w 2 
4T^mr ter % fte 

21 4W 

2017 

29. 

3fit TT*r/3*rt Tirr aft 21940-23 : 2012 

4iPl+ mm fte W 23 

ter % 4m rtemf % t^+hV-c te 

3RT : RT C FT 

21 4W 

2017 

srrf Tiwr/snt % 7475 : 

2002 4iR+ 

mtef - mm te?m % fte 3 t^ 
3ftr 3P4 tesfr 7TR 

21 3(W 

2017 

30. 

ml T^Fr/34f f 4ft/ft31TT 61850-1 : 

2013 tem ter£ sftr fte# te 

\dM4lRid 1 H4MH %f%TT Rlw.^ 1 

smmmrte mftsn 

21 mrnr 

2017 

<H 1^ H*0 


31. 

W f T/4T/3(rf f 4ft 61968-9 : 201 3 
ftejwr mm)RmT3fr ^ mmmm - 
tew mi i4i % tesm % ter mter 
wr 9 fffte TTcf ftemr % fte; 

itefm 

21 mrnr 

2017 


^rnjT^i 


W 'NI </fl4 TTFR) wftet 'NKcll^ 4Fm S^ft, Tmm mm, 9, §TTf WfX *TPf, 4^ fteft 110 002 £*#4 

+m[h 4T :wffteft, +M+di, tete, tef, , wm ?tm +m?h41' : 3^h4i«h<*, 'tern, 'Jjtem, +)4 <n<j<, 
^Tfi€t, |<<Ni4, mrir, hhi^, mm, ctstt ^rf% t f%# |g; mrmsr fi ■nk^TN hm+I w?r 
http://www.standardsbis.in gTRT jdvAd m teteT 4T TO1 f l 

[4R?f: mr/3/3/2017-18] 

rft. «ft. fTTf, 3TTT JTfTf^FF 

MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLIC DISTRIBUTION 

(Department of Consumer Affairs) 

(BUREAU OF INDIAN STANDARDS) 

NOTIFICATION 

New Delhi, the 22nd August, 2017 

S.O. 2792(E). —In pursuance of clause (b) of sub-rule (1) of Rule 7 of the Bureau of Indian 
Standards Rules, 1987, the Bureau of Indian Standards hereby notifies that the Indian Standards, particulars 
of which are given in the second column of schedule hereto annexed has been established on the date 
indicated against it in third column. The particulars of the standards, if any, which are given in the fourth 
column shall also remain in force concurrently till they are cancelled on the date indicated against them in 
the fifth column. 
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SCHEDULE 


SI. No. 

No. Year and Title of the Indian 
Standards Established 

Date of 
Establishment 

No. Year of the Indian 
Standards to be cancelled, if 
any 

Date of 
cancellation 

(i) 

(2) 

(3) 

(4) 

(5) 

1 . 

IS 326 (Part 9/Sec 1) : 2017/ISO 
1241 : 1996 Methods of Sampling 
and Test for Natural and Synthetic 
Perfumery Materials Part 9 
Determination of ester values and 
Free Alcohols Section 1 
Determination of ester values, before 
and after acetylation and evaluation 
of the contents of free and total 
alcohols (Third Revision) 

21 Aug 2017 

IS 326 (Part 9 ) : 1980 
Methods of Sampling and 
Test for Natural and 
Synthetic Perfumery 
Materials Part IX 
Determination of Ester Value 
after acetylation of free 
alcohols 

(Second Revision) 

21 Aug 2017 

2. 

IS 326 (Part 9/Sec 2) : 2017/ISO 
3794 : 1976 Methods of Sampling 
and Test for Natural and Synthetic 
Perfumery Materials Part 9 
Determination of Ester Value and 
Free Alcohols Section 2 Estimation 
of free alcohols content by 
determination of ester value after 
acetylation 
(Third Revision) 

21 Aug 2017 

IS 326 (Part 9 ) : 1980 
Methods of Sampling and 
Test for Natural and 
Synthetic Perfumery 
Materials Part IX 
Determination of Ester Value 
after acetylation of free 
alcohols 

(Second Revision) 

21 Aug 2017 

3. 

IS 326 (Part 11/Sec 1): 2017/ISO 
1271 : 1983 Methods of Sampling 
and Test for Natural and Synthetic 
Perfumery Materials Part 11 
Determination of Carbonyl Value 
Section 1 Free Hydroxylamine 
Method 

(Third Revision) 

21 Aug 2017 

IS 326 (Part 11): 1986 
Methods of Test for Natural 
and Synthetic Perfumery 
Materials Part 11 
Determination of Carbonyl 
Value and Content of 
Carbonyl Compounds 
(Second Revision) 

21 Aug 2017 

4. 

IS 326 (Part 11/Sec 2): 2017/ISO 
1279 : 1996 Methods of Sampling 
and Test for Natural and Synthetic 
Perfumery Materials Part 11 
Determination of Carbonyl Value 
Section 2 Potentiometric Methods 
Using Hydroxylammonium Chloride 
(Third Revision) 

21 Aug 2017 

IS 326 (Part 11): 1986 
Methods of Test for Natural 
and Synthetic Perfumery 
Materials Part 11 
Determination of Carbonyl 
Value and Content of 
Carbonyl Compounds 
(Second Revision) 

21 Aug 2017 

5. 

IS 326 (Part 23) : 2017/ISO 356 : 
1996 Methods of Sampling and Test 
for Natural and Synthetic Perfumery 
Materials Part 23 Preparation of Test 
Samples 

21 Aug 2017 

NA 

NA 

6. 

IS 326 (Part 24) : 2017/ISO 7660 : 
1983 Methods of Sampling and Test 
for Natural and Synthetic Perfumery 
Materials Part 24 Determination of 
Ester Value of Oils Containing 
Difficult-to-Saponify Esters 

21 Aug 2017 

NA 

NA 

7. 

IS 326 (Part 25) : 2017/ISO 14714 : 
1998 Methods of Sampling and Test 
for Natural and Synthetic Perfumery 
Materials Part 25 Determination of 
Residual Benzene Content 

21 Aug 2017 

NA 

NA 
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8. 

IS 1448 (Part 31) : 2017 Methods 
of Test for Petroleum and its 
Products [P : 31] Determination of 
Smoke Point 
(Second Revision) 

21 Aug 2017 

IS 1448 (Part 31) : 1968 
Methods of Test for 
Petroleum and its Products 
[P : 31] Determination of 
Smoke Point (First Revision) 

21 Aug 2017 

9. 

IS 3554 : 2017 Glossary of Terms 
Relating to Electroplating (First 

Revision) 

21 Aug 2017 

IS 3554 : 1966 Glossary of 
Terms Relating to 
Electroplating 

21 Aug 2017 

10. 

IS 8593 (Part 2) : 2017 
Recommendations for Centralized 
Lubrication as Applied to Plant and 
Machinery Part 2 Grease Lubrication 
(First Revision) 

21 Aug 2017 

IS 8593 (Part 2) : 1988 
Recommendations for 
centralized lubrication as 
applied to Plant and 
Machinery Part 2 Grease 
Lubrication 

21 Aug 2017 

11. 

IS 9873 (Part 3) : 2017/ISO 8124-3 : 
2010 Safety of Toys Part 3 Migration 
of Certain Elements (Second 
Revision) 

21 Aug 2017 

IS 9873 (Part 3): 1999/ISO 
8124-3 : 1997 Safety 
Requirements for Toys Part 

3 Migration of Certain 
Elements (First Revision) 

21 Aug 2017 

12. 

IS/ISO 10532 : 1995 Earth-Moving 
Machinery-Machine Mounted 
Retrieval Device — Performance 
Requirements 

21 Aug 2017 

NA 

NA 

13. 

IS 11726 : 2017/ISO 2954 : 2012 
Mechanical Vibration of Rotating 
and Reciprocating Machinery- 
Requirements for Instruments for 
Measuring Vibration Severity (First 
Revision) 

21 Aug 2017 

IS 11726 : 1985/ISO 2954 : 

1975 Requirements for 
Instruments for Measuring 
Vibration Severity of 
Rotating and Reciprocating 
Machines 

21 Aug 2017 

14. 

IS 13360 (Part 6/Sec 3) : 2017/ISO 
75-1 : 2013 Plastics — Methods of 
Testing Part 6 Thermal Properties 
Section 3 Determination of 
Temperature of Deflection Under 
Load —General Test method 
(Second Revision) 

21 Aug 2017 

IS 13360 (Part 6/Sec 3) : 
2013/ISO 75-1 : 2004 
Plastics — Methods of 
Testing Part 6 Thermal 
Properties Section 3 
Determination of 
Temperature of Deflection 
Under Load —General Test 
Method 

(First Revision) 

21 Aug 2017 

15. 

IS 13363 : 2017 Automotive 
Vehicles-Air Brake Systems- 
Performance Requirements for Drain 
Valves (First Revision) 

21 Aug 2017 

IS 13363 : 1992 Automotive 
Vehicles - Air Brake 
Systems - Performance 
Requirements for Drain 
Valves 

21 Aug 2017 

16. 

IS 13665 : 2017/ISO 6421 : 2012 
Hydrometry — Methods for 
Assessment of Reservoir 
Sedimentation 
(First Revision) 

21 Aug 2017 

IS 13665 : 1993 
Sedimentation in 
Reservoirs—Method of 
Measurement 

21 Aug 2017 

17. 

IS 13961 (Part 2) : 2017/IEC 
60832-2 : 2010 Live Working - 
Insulating Sticks and Attachable 
Devices Part 2 Attachable Devices 
(First Revision) 

21 Aug 2017 

IS 13961 : 1994/IEC 832 : 
1988 Insulating Poles 
(Insulating Sticks) and 
Universal Tool Attachment 
(Fittings) for Live Working 

21 Aug 2017 
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18. 

IS 14817 (Part 2) : 2017/ISO 
10816-2 : 2009 Mechanical 
Vibration — Evaluation of Machine 
Vibration by Measurements on Non¬ 
rotating Parts Part 2 Land-Based 
Steam Turbines and Generators in 
Excess of 50 MW with Normal 
Operating Speeds of 1 500 r/min, 

1 800 r/min, 3 000 r/min 
and 3 600 r/ min. 

21 Aug 2017 

IS/ISO 10816-2 : 2001 
Mechanical Vibration — 
Evaluation of Machine 
Vibration by Measurements 
on Non-rotating Parts Part 2 
Land-Based Steam Turbines 
and Generators in Excess of 
50 MW with Normal 
Operating Speeds of 1 500 
r/min, 1 800 r/min, 3 000 
r/min and 3 600 r/min. 

21 Aug 2017 

19. 

IS 15369 : 2017 Construction of 
Vault (Strong-Room) - Code of 
Practice 
(First Revision) 

21 Aug 2017 

IS 15369 : 2003 Code of 
Practice for Construction of 
Vault (Strong Room) 

21 Aug 2017 

20. 

IS 16305 : 2017 Cycle - Glossary of 
Terms Used in the Bicycle Industry 

21 Aug 2017 

NA 

NA 

21. 

IS 16323 : 2017 /ISO 25862 : 2009 
Ships and Marine Technology - 
Marine Magnetic Compasses, 
Binnacles and Azimuth Reading 
Devices 

21 Aug 2017 

IS 4045 : 2006/ISO 449 : 
1997 Ships and Marine 
Technology —Magnetic 
Compasses, Binnacles and 
Azimuth Reading Devices— 
Class A (Second 

Revision) IS 9966 : 
2006/ISO 613 : 2000 Ships 
& Marine Technology— 
Magnetic Compasses 
Binnacles and Azimuth 
Reading Devices—Class B 
(First Revision) IS 8638 : 
2006/ISO 2269 : 1992 
Shipbuilding — Class A 
Magnetic Compasses, 
Azimuth Reading Devices 
and Binnacles— Tests and 
Certification (Second 
Revision) 

21 Aug 2017 

22. 

IS 16380 : 2017 Geosynthetics - 
Method of Test for Measuring 
Geosynthetic Pullout Resistance in 
Soil 

21 Aug 2017 

NA 

NA 

23. 

IS 16483 : 2017 Geosynthetics - 
Methods for Microscopic Evaluation 
of the Dispersion of Carbon Black in 
Polyolefin Geosynthetics 

21 Aug 2017 

NA 

NA 

24. 

IS 16493 : 2017 Geo synthetic s- 
Method of Test for Determination of 
Pyramid Puncture Resistance of 
Unprotected and Protected 
Geomembranes 

21 Aug 2017 

NA 

NA 
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25. 

IS 16583 : 2017 Oil of Peppermint, 
Mentha Piperita (Indian Type) — 
Specification 

21 Aug 2017 

NA 

NA 

26. 

IS 16621 : 2017 Positive List of 
Constituents of Polyethylene and 
Polypropylene in Contact with 
Foodstuffs, Pharmaceuticals and 
Drinking Water 

21 Aug 2017 

IS 10141 : 2001 Positive 

List of Constituents of 
Polyethylene in contact with 
foodstuffs, Pharmaceuticals 
and Drinking Water 

IS 10909 : 2001 Positive List 
of Constituents of 
Polypropylene and its 
Copolymers in contact with 
foodstuffs, Pharmaceuticals 
and Drinking Water 
(First Revision) 

21 Aug 2017 

27. 

IS 16648 (Part 1) : 2017 
Concentrated Solar Thermal - 
Specification Part 1 Paraboloid Dish 
Concentrator 

21 Aug 2017 

NA 

NA 

28. 

IS/ISO 21940-14 : 2012 Mechanical 
Vibration — Rotor Balancing Part 14 
Procedures for Assessing Balance 
Errors 

21 Aug 2017 

IS/ISO 1940-2 : 1997 
Mechanical Vibration — 
Balance Quality 
Requirements for Rotors Part 

2 Balance Errors 

21 Aug 2017 

29. 

IS/ISO 21940-23 : 2012 Mechanical 
Vibration — Rotor Balancing Part 23 
Enclosures and Other Protective 
Measures for the Measuring Station 
of Balancing Machines 

21 Aug 2017 

IS/ISO 7475 : 2002 
Mechanical Vibration - 
Balancing Machines 
Enclosures and Other 
Protective Measures for the 
Measuring Station 

21 Aug 2017 

30. 

IS/IEC/TR 61850-1 : 2013 
Communication Networks and 
Systems for Power Utility 
Automation Part 1 Introduction and 
Overview 

21 Aug 2017 

NA 

NA 

31. 

IS/IEC 61968-9 : 2013 Application 
Integration at Electric Utilities — 
System Interfaces for Distribution 
Management Part 9 Interfaces for 
Meter Reading and Control 

21 Aug 2017 

NA 

NA 


Copies of these standards are available for sale with Bureau of Indian Standards, Manak Bhawan, 9 
Bahadur Shah Zafar Marg, New Delhi-110002 ; Regional Offices: Kolkata, Chandigarh, Chennai, Mumbai 
and Branch Offices: Ahmedabad, Bengaluru, Bhopal, Bhubaneshwar, Coimbatore, Guwahati, Hyderabad, 
Jaipur, Nagpur, Patna, Pune, Kochi. Online purchase of Indian Standards can be made at 
http ://www. standardsbis .in. 


[Ref: PUB/3/3/2017-18] 
C. B. SINGH, Addl. Director General 
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25 3THW, 2017 

^T.SfT. 2793(sr).—RETE REm 1987 % RtW 7 % 4HR4R (1) % WZ (W) % 3|'^'<u| t RKrTh 
rter> ^ srcr srfir^Rra- | f% Ret rt#Rt rte# % Rrtr- #% aright t f % ^nf^r fr r% fi 




#§RT 

^nf^T RK<Rr ■HI4 e r> (#f) 

ti<am sftr ?MrT 

E'MlRd RH# 

RK<Rr Rl’1 c h(#r) # 1% 

sfk $fN# 

Tf fRr^tRiRr 

(1) 

(2) 

(3) 

(4) 

(5) 

1. 

3TTt ttr-9500 : 2017 360 R if) 

25 3HTTT2017 

ant T^-9500 : 1980 360 

25 3PTTcT 2017 

3i| H Idd'd^'Tld N^fl 

7 T G Eft/f%3T T T %4TT# #T - 
(TjpTT <JTft§FT) 

1 si) I <|d<l 3t| h Idd^M Id 

%cTR# #4# #T fRRrfir 

2. 

3irt Err/anf ttr- # 10993-10 : 

2010 RlRkRI ^Rb4) RT#f#E 
^■Mi<=M W110 3fhc r4^T 

% f%TT tRsTT 

25 3TRW 2017 

<41^4$ 

<41^4$ 

3. 

STTf E#3fft TTH # 10993-15 : 

2000 RiRk-HI ^tRY TT #f#E 

^4i<=M W 15 STT^# ^ 
STRRRr^HKl #1^14 #T 
iRri^m 

25 3TRTT 2017 

<41^4$ 

<41^4$ 

4. 

3TTf ETI 13234 (WT 2): 

2017Mrf f 60909-2 : 

2008 rfr-T^r wrRnff 

rt m£ - hR^: w wr 2 §tt€ - 

rR+^m 

25 3TRW 2017 

<41^4$ 

<41^4$ 

5. 

sirfiTR- 16153 : 2017/3TTf ttr- 

#684 : 1974 ETT^T RT 

STREET 

25 3HTW2017 

<41^4$ 

<41^4$ 





[*TFT Il-w^r 3 (ii)] W qtT TRqq : qqTqRnT 11 


6. 

3Trt TTq-/3nf TT^r # 18431-1 : 

2005 qiRPM ^qqq=r wrt 

-terwrwrl qmM 
mRn4 

25 3RW2017 



7. 

qrf qqr/qrt # 60884-2-5 : 

1995 3fk wm qrpff % 

f^rTt^qr^q-qidd^i wr 

2 R-=RU|kq+ sqrsnTT STjqFT 5 
q-sJikifT 

25 qqqr 2017 


qf qff 


qtqq #qf^qf qTTtfk qtqq W, 9, <N^< 9TTf TTFiT Tfnf, qfRwftllO 002 £t#q 


qrqRTi: qf f^ft, +lH+'d'i, dild.d, %rf, qqT qmi +idid41': ai^dNK, 4ddl<, wlw, 'gq^gr, 444d<^<, 
qqT?q€r, |d<NK, qqgr, qFFtr qgqT, qqT ^rf% t ^ qqqqy fi qrofrq hh+ 1 q?t 

http://www.standardsbis.in girt ^dRk qrqfteT gt qqqr f I 

[qqq: qq/3/3/2017-18] 

tft. 4t. f^, qqr 


NOTIFICATION 

New Delhi, the 25th August, 2017 

S.O. 2793(E). —In pursuance of clause (b) of sub-rule (1) of Rule 7 of the Bureau of Indian 
Standards Rules, 1987, the Bureau of Indian Standards hereby notifies that the Indian Standards, particulars 
of which are given in the second column of schedule hereto annexed has been established on the date 
indicated against it in third column. The particulars of the standards, if any, which are given in the fourth 
column shall also remain in force concurrently till they are cancelled on the date indicated against them in 
the fifth column. 


SCHEDULE 


SI. 

No. 

No. & Year of the Indian 
Standards Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, 
if any 

Date of 
cancellation 

(1) 

(2) 

(3) 

(4) 

(5) 

1. 

IS 9500 : 2017 360 Degree 
Rotary Emergency Warning 
Lights/Special Warning Lamps 
- Specification (First Revision) 

25 Aug 2017 

IS 9500 : 1980 
Specification for 360 
Degree Rotary 
Emergency Warning 
Lights 

25 Aug 2017 

2. 

IS/ISO 10993-10 : 2010 
Biological Evaluation of 
Medical Devices Part 10 Tests 
for Irritation and Skin 
Sensitization 

25 Aug 2017 

NA 

NA 
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3. 

IS/ISO 10993-15 : 2000 
Biological Evaluation of 
Medical Devices Part 15 
Identification and 
Quantification of Degradation 
Products from Metals and 
Alloys 

25 Aug 2017 

NA 

NA 

4. 

IS 13234 (Part 2) : 2017/IEC 
60909-2 : 2008 Short - Circuit 
Currents in Three-Phase a.c. 

Systems Part 2 Data of 
Electrical for Short - circuit 
Current Calculations 

25 Aug 2017 

NA 

NA 

5. 

IS 16153 : 2017/ISO 684 : 1974 
Analysis of Soaps - 
Determination of Total Free 
Alkali 

25 Aug 2017 

NA 

NA 

6. 

IS/ISO 18431-1 : 2005 
Mechanical Vibration and 
Shock-Signal Processing Part 1 
General Introduction 

25 Aug 2017 

NA 

NA 

7. 

IS/IEC 60884-2-5 : 1995 Plugs 
and Socket - Outlets for 
Household and Similar 
Purposes Part 2 Particular 
Requirements Section 5 
Adaptors 

25 Aug 2017 

NA 

NA 


Copies of these standards are available for sale with Bureau of Indian Standards, Manak 
Bhawan, 9 Bahadur Shah Zafar Marg, New Delhi-110002 ; Regional Offices: Kolkata, Chandigarh, 
Chennai, Mumbai and Branch Offices: Ahmedabad, Bengaluru, Bhopal, Bhubaneshwar, 
Coimbatore, Guwahati, Hyderabad, Jaipur, Nagpur, Patna, Pune, Kochi. Online purchase of Indian 
Standards can be made at http://www.standardsbis.in. 


[Ref: PUB/3/3/2017-18] 
C. B. SINGH, Addl. Director General 


25 SPRTT, 2017 

^TT.STT. 2794(3T). — STTCtfft TTFR) s^ft f%7TfT 1987 % f^TT, 7 % (1) % (W) % *f 

•hk^ tthtt^ ft ^ri 3Tfsrgf%rr tttt | f% f^Ft 'Hhh+ 1 % t f%p;mT f%Ruf^r ft 





[3FT II-WFT 3(ii) ] 


W 43 TH44 : 3raT4TFT 


13 


3T5^t 


W^T 

wn 

FMlftd '4l J 'fN 4 Ml. (FT) ft 4 Ml 

Ff fR^Mf 

FIlRMfRfR 

41 Rid 4 MF(Fl) FT 1% 
T^ftR|, spr|, R#it 

fR sRtsMf 

T^ftR^RRrRr 

(i) 

(2) 

(3) 

(4) 

(5) 

i. 

Sfff tt^T 9873 (4R 1) : 2017/3ffi 

t^T# 8124-1 : 2014 HsHldi #T 
TpCFT W 1 diR) + 3Tk Frf%F 
^prsnf R ?r1%f tjtstt 4^ (TfRnr 
’jfRsft) 

25 4444 2017 

4Tf 44T 9873 (4T4 1) : 

2012/4^^418124-1 : 

2009 RhIHI' ^R Rkldddl 

WT 1 FTfRF 44 fIRf 
TJF r cPTT 4TFfsT4 Rm TFdT 

25 4444 2017 

2. 

3tTi TJTT 9873 (4R 2) : 2017/3tr| 

t^T# 8124-2 : 2014 f%4fhrf 

TpCFT W 2 F5rF4?fRT4T (TfRTTT 
T J4ftSFT) 

25 4444 2017 

4Tf 44T 9873 (4T4 2) : 

2012/3TT# tjtt art 8124-2 : 

2007 <sfiRRl' ^R PRldddl 

WT 2 F-HH&fTFFT (f4T4T 

’jfRff) 

25 4444 2017 

3. 

3tTf tt^T 9873 (4R 4) : 2017/3tr| 

t^T# 8124-4 : 2014 PsCJftnT €t 
Tf/FT W 4 SHI-dR* 4/4 
4lRdlRF4R^4F4mf Rf4T, 
tt^ dRiRRr fft Rshh 

25 4444 2017 

7 Tnj’T^t 

r/ \ 1 ^ ’i rTl 

4. 

3tTi 44T 9873 (4R 5) : 2017/3tlf 

t^T# 8124-5 : 2015 f%Rt4T#4 

TtTSTT W 5 MHlni t ftw FFTt % 
333 ftff ft RRjItf 

25 4444 2017 

7 Tnj’T^t 

r/ \ 1 ^ ’i ?Tl 

5. 

3trf 44T 9873 (4T4 6) : 2017srrt 

44T# 8124-6 : 2014 RmIR fl 
T[4STT 4T4 6 RfM 3tR F^T % 
dcHIdl R jjvgi ^3 TT^t; 5TTF FTFT 

25 4444 2017 

wnj/T^r 

^rnj/rfr 

6. 

Frf 44T 9873 (WT 7) : 201 7 /Ft| 

44T % 8124-7 : 2015 f%^fRrtr^R 

TITFT FTF 7 FFft % f%TT 
3TR?44)d|il sfR 4ft5TW 

25 4444 2017 




W ffRr TfFr^) ^1 fRnt wcTR ffff ffff 9, 4$r$< §tt^ ^mf, 4f f^ft 110 002 sFfRr 


43TR4T : df fM, +W't>'dl, diRl.d, %rf, *j4f, 44T 9TTW 4MRl4T: 3^*KI4K, WTF, 'Fr'TFr, ■g=R s 3R 
/MMlR, 4d<Mld, T THdT, T3 cr«TT 4Rf% t f%# FT 3 1 T^£r fl 'HR^ld 4H+I Ft http://www.standardsbis.in 

STRT iRRR 3T wffcr FT TOT f I 

[tMt 4^/3/3/2017-18] 
tft. 4t. Rr^, srqr h^iRRsff 
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NOTIFICATION 

New Delhi, the 25th August, 2017 

S.O. 2794(E) .—In pursuance of clause (b) of sub-rule (1) of Rule 7 of the Bureau of Indian Standards Rules, 
1987, the Bureau of Indian Standards hereby notifies that the Indian Standards, particulars of which are given in the 
second column of schedule hereto annexed has been established on the date indicated against it in third column. The 
particulars of the standards, if any, which are given in the fourth column shall also remain in force concurrently till they 
are cancelled on the date indicated against them in the fifth column. 


SCHEDULE 


SI. No. 

No. & Year of the Indian Standards 
Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, if 
any 

Date of 
cancellation 

(i) 

(2) 

(3) 

(4) 

(5) 

1. 

IS 9873 (Part 1) : 2017/ISO 8124 - 
1 : 2014 Safety of Toys Part 1 
Safety Aspects Related to 
Mechanical and Physical Properties 
(Third Revision) 

25 Aug 2017 

IS 9873 (Part 1) : 2012/ISO 
8124 - 1 : 2009 Safety of 
Toys part 1 Safety aspects 
Related to Mechanical and 
Physical Properties (Second 
Revision) 

25 Aug 2017 

2. 

IS 9873 (Part 2) : 2017/ISO 8124 - 
2 : 2014 Safety of Toys Part 2 
Flammability (Third Revision) 

25 Aug 2017 

IS 9873 (Part 2) : 2012/ISO 
8124 - 2 : 2007 Safety of 
Toys Part 2 Flammability 
(Second Revision) 

25 Aug 2017 

3. 

IS 9873 (Part 4) : 2017/ISO 8124 - 
4 : 2014 Safety of Toys Part 4 
Swings, Slides and Similar Activity 
Toys for Indoor and Outdoor 
Family Domestic Use 

25 Aug 2017 

NA 

NA 

4. 

IS 9873 (Part 5) : 2017/ISO 8124 - 
5 : 2015 Safety of Toys Part 5 
Determination of Total 
Concentration of Certain Elemental 
in Toys 

25 Aug 2017 

NA 

NA 

5. 

IS 9873 (Part 6) : 2017/ISO 8124 - 
6 : 2014 Safety of Toys Part 6 
Determination of Certain Phthalate 
Esters in Toys and Children’s 
Products 

25 Aug 2017 

NA 

NA 

6. 

IS 9873 (Part 7) : 2017/ISO 8124 - 
7 : 2015 Safety of Toys Part 7 
Requirements and Test Methods for 
Finger Paints 

25 Aug 2017 

NA 

NA 


Copies of these standards are available for sale with Bureau of Indian Standards, Manak Bhawan, 9 Bahadur 
Shah Zafar Marg, New Delhi-110002 ; Regional Offices: Kolkata, Chandigarh, Chennai, Mumbai and Branch Offices: 
Ahmedabad, Bengaluru, Bhopal, Bhubaneshwar, Coimbatore, Guwahati, Hyderabad, Jaipur, Nagpur, Patna, Pune, 
Kochi. Online purchase of Indian Standards can be made at http://www.standardsbis.in. 

[ Ref: PUB/3/3/2017] 
C.B. SINGH, Addl. Director General 
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